ER: 6-8301 

Approved For Release 2002/02/12 : CIA-RDP78-04718A001500290029-5 ' 


MAR ? 5 1955 



Mr. B. R, Kennedy, Director 
Federal Register Division 
General Services Administration 
Washington 25, D. C. 

Dear Mr, Kennedy: 

The enclosed copy of materiel, covering the Central 
Intelligence Agency as it appeared in the 195^-1955 edition 
of the United States Governaent Organization Manual , is 
approved without change for inclusion in the 1955-1956 

Manual. 


Sincerely, 

/si 

L. K. White 
Deputy Director 
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SA-DD/S :RBS ; die (25 Mar 55) 
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